To:  Ostrander,  David[Ostrander. David@epa.gov] 

From:  Barry,  Michael 

Sent:  Fri  9/25/201 5 6:29:32  PM 

Subject:  RE:  in  preparation  for  a potential  shutdown  on  October  1 - coverage  of  sampling  activities  in 

New  Mexico  associated  with  GKM 


Dave, 

I’ve  been  assuming  that  if  there  is  a shutdown  the  GKMR  personnel  would  be  designated 
essential? 

I will  reach  out  to  Monica  by  phone  and  check  with  ops  to  assess  the  impacts  if  we  were  asked  to 
perform  this  for  them. 

Thanks, 


Mike 


Mike  Barry  j Cell:  617.680.5466  | barry.michael@epa.gov 
9/24  - 1 0/7/20 1 5 : 

Incident  Commander 
Gold  King  Mine  Response 
Durango,  CO 


Permanent: 

Team  Leader  On-Scene  Coordinator, 

Emergency  Response  & Planning  Branch 

EPA  Region  1,  5 Post  Office  Square,  Suite  100  (OSRR02-2),  Boston,  MA,  02109 


From:  Smith,  Monica 

Sent:  Friday,  September  25,  2015  12:20  PM 

To:  Barry,  Michael  <Barry.Michael@epa.gov>;  Romero,  David  <Romero.David@epa.gov>; 
Ostrander,  David  <Ostrander.David@epa.gov> 
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Cc:  Ojeda,  Jose  <Jose.Ojeda@WestonSolutions.com>;  Foster,  Althea 
<Foster.Althea@epa.gov>;  Crossland,  Ronnie  <Crossland.Ronnie@epa.gov> 

Subject:  in  preparation  for  a potential  shutdown  on  October  1 - coverage  of  sampling  activities 
in  New  Mexico  associated  with  GKM 


David,  Michael  and  David  - I have  been  asked  to  reach  out  to  you  to  arrange  for  EPA 
oversight  of  the  sampling  activities  in  New  Mexico  during  the  month  of  October  in  the 
event  of  a Federal  Government  Shutdown.  In  particular  we  are  scheduled  to  collect 
samples  at  the  North  Star  Water  Supply  system  on  October  9 and  a second  sample  on 
October  13.  The  point  of  contact  for  the  North  Star  facility  is:  Lloyd  Ayliffe 


Personal  Phone/Ex.  6 


Personal  Phone/Ex.  6 j I will  ask  the  NMED  to  provide  an  a representative  to  join  the 
sampling  team  during  the  North  Star  sampling.  Once  I have  the  NMED’s  contact 
information,  I will  share  it  with  each  of  you  and  the  START. 


I am  sure  you  are  all  working  on  similar  plans  for  the  operations  in  Durango.  Please 
send  me  a reply  to  this  message  confirming  that  Operations  will  provide  EPA  oversight 
of  the  New  Mexico  activities. 


Thanks  - Monica 


Monica  Smith 
US  EPA  Region  6 
Superfund  Division 
REOC  Manager 
1445  Ross  Avenue 
Dallas,  TX  75202-2733 
214-665-6780  office 
469-766-3398  cell 
214-665-6660  fax 
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This  email  may  contain  material  that  is  confidential,  privileged  and/or  attorney  work 
product  and  is  for  the  sole  use  of  the  intended  recipient.  Any  review,  reliance,  or 
distribution  by  others  or  forwarding  without  express  permission  is  strictly  prohibited.  If 
you  are  not  the  intended  recipient,  please  contact  the  sender  and  delete  all  copies. 
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